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difficulty, is of little service in this  regard.   By using the recently       [
developed refinements in the measurement of critical potentials and by       |
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FIG. 44.   Determination of h by ionizatlon and resonance potentials.

employing a method of magnetic dispersion to produce a univelocity
stream of electrons, high, precision in h may be expected with an easily
controlled vapor such, as mercury.Substituting these values in Equation (140) we find:
